That® are three Soviet submarines anchored ti Port Arthur Bant Harbor* They 
aro of the ¥-19 type with 760 horaepovar subnet* Bach submarine is armed * 

torpeda tube® aM earned by a erew of over 20 ae-u ^ | Hot*: 25 

described a 0^ ramp-made (1935) submarine, 260 tons, ?190 PE, 750'horee- 

P<¥ii fi four torpedo tubes, 22 sailors aboard yen in the vicinity of Port Arthur/) 

Tlwr® is a 6*000 ton cruiser, constructed in 1 !/43, anchored \n Port Arthur 

Harbor* cruisers of similar type wire anchored 1 T> ort Arthur West 

K\rfcor hut left on 14 Adjust 1947* 

f /r> \ re five transport ships anchored in Port Arthur West ft ibor* 

There are three mibvurima in Port Arthur Vast Harbor* Bach submarine has a 
wato? displacement of 4 300 tors and a surf res speud of 16 knot i with underwater 

10 knot®. Each is armed with two three-Anfh guns, Pot#* 25 

HHBHB described a Oerman-iBade lubmarine* 1,300 tous. spend oWWKofcs above 
water and 10 knots below* two thj**e-in<ai g:;us, seen in the rlcrnity of Port 
Arthur*.) 

All tVu above ships are under the Soviet Fieific 3rd Plea; Command* 

li: ceg imve been placed outside Port Arthur Harbor, in the ocean southeast of 
ihwn^ CHa Mountain ( # ^ d* ) (131-15* 3, 38-47,5). I rath of Ho Chr, Chian 

l A% 3# ;m> fortress (121-16.4, 38-47.4) and east of J zant string Artillery 
aj x ‘.icemen t (121-1^,4* 33-47. *»)• • 4.11 Soviet shirks keep cljse to the Laohwei 
Paniy^^hile leaving or entering the harbor. “ Hotel 25X1 A 
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